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Exhibit Mo _59~28 wtrac AF 
Dates June 3, 1959 
* (Gol ceacten) 
Tok 25X1A9a 
(Contracting Officer) 
“Item Part ( 
_ Nos Noe Nomenclature Qt Unit Price Total 
1 F2609=1 Clamp Cover 10 $ 1A $ 1.96 _P 
2 F9025-5 Flow Tester 10 373,033 379, Hy 7 is 
3 F2578@5 Check Valves 10 16,444 166.40°%* 
4 F46400~13 Reducer 10 10638f 103.8009 -£o . 
/ F1263=1 Valve 10 34933 39.307-30 |. 
* F2050~] Reducer : 10 SQal ar 577.207. +0 
w F2400=6 Regulator 10 282,3 2823.4 ? 
“ $4013 * $4091 02. es 


send an Sek 


As Soon As 


: and reasona 
Exhibit is neeebs approved, 


Contractor warrants prices conform to tie 
price formula in effect to date of the 
Exhibit. 


25X1A9a 


25X1A5a1 


—_ GNED 
Approved For Release 2000/08/16 : CIA-RDP81 B0087; 


(9) 


